To:  Brown,  Matthew[MBrown@ap.org] 

From:  Harrison,  Melissa 

Sent:  Sat  8/1 5/201 5 2:32:43  AM 

Subject:  Re: 

Matt-I'm  working  with  the  team  here  to  help  get  you  more  answers.  I'm  really  sorry  for  the  delay. 
As  you  can  imagine,  we  are  overwhelmed  with  requests.  Thank  you  for  being  so  patient.  Melissa 

Melissa  Harrison 
Press  Secretaiy 
EPA 

Office:  (202)  564-8421 
Mobile:  (202)  697-0208 

Harrison.Melissa@epa.gov 


On  Aug  13,  2015,  at  8:08  AM,  Brown,  Matthew  <MBrown@ap.org>  wrote: 


Hi  Robert- 


Here  are  some  of  the  outstanding  questions  from  the  last  couple  of  days  that  we  are  still 
awaiting  answers  on. 


In  the  interest  of  expediency,  please  respond  as  the  answers  become  available  rather  than 
waiting  to  deliver  them  all  at  once. 


Deliberative  Process/Ex.  5 


Last,  is  the  administrator  going  to  visit  the  mine  site? 
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Thanks  again  for  your  time  and  any  help. 

I’ve  cc’d  some  of  my  colleagues  with  The  AP  who  also  are  working  on  this  story. 


Matt  Brown 
406  696  4213 


I understand  from  yesterday’s  call  that  the  EPA  will  be  monitoring  sediments.  Has  this 
already  begun?  Does  the  EPA  have  any  gauge  yet  on  extent  of  contamination  on  river 
bottoms,  etc,  in  the  wake  of  the  plume? 


-How  likely  are  the  contaminants  to  re-mobilize?  How  long  will  this  remain  a potential 
problem? 


—Mines  have  been  leaking  contamination  into  some  of  these  rivers  for  many  years;  will  the 
Gold  King  spill  appreciably  increase  the  contamination  load  in  the  sediments? 


—If  the  contaminants  do  re-mobilize,  what  are  the  chances  that  they  will  pose  enough  of  a 
threat  to  prompt  more  drinking  water  advisories,  closing  of  rivers,  etc? 


■Are  there  any  plans  to  try  to  remove  contamination  from  sediment?  Is  that  even  possible? 


—Is  plume  expected  to  reach  Lake  Powell?  When? 


—for  analytes  listed  in  the  tables  of  data  results  (including  arsenic,  cadmium,  chromium, 
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lead,  iron,  barium,  etc)  can  you  please  provide  corresponding  EPA  water  quality  criteria? 


—had  Gold  King  Mine  been  designated  a Superfund  site,  what  would  have  been  the  chances 
of  the  spill  happening? 

—how  many  mines  are  currently  on  the  National  Priorities  List?  Can  we  get  a list  of  those  or 
is  there  a way  to  search  on  the  Superfund  website? 

—is  there  a gauge  of  how  often  resistance  to  a Superfund  designation  by  local  officials  has 
prevented  a site’s  listing? 

-was  a preliminary  assessment  ever  completed  on  the  Gold  King  Mine  or  for  a group  of 
mines  including  Gold  King? 

—it’s  my  understanding  that  the  EPA  has  said  a water  treatment  plant  estimated  to  cost  $12- 
$17m  (and  $1M  a year  to  operate)  would  be  able  to  clean  the  water  in  the  Animas.  Is  that 
correct?  And  if  so,  is  it  the  type  of  expense  that  Superfund  would  cover? 


Matthew  Brown 

Associated  Press  Correspondent 
PO  Box  36300 
Billings,  MT  59107 

mbrown@ap.org 
phone-406  896  1528 
mobile-406  696  4213 

fax-406  896  8117 
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The  information  contained  in  this  communication  is  intended  for  the  use 
of  the  designated  recipients  named  above.  If  the  reader  of  this 
communication  is  not  the  intended  recipient,  you  are  hereby  notified 
that  you  have  received  this  communication  in  error,  and  that  any  review, 
dissemination,  distribution  or  copying  of  this  communication  is  strictly 
prohibited.  If  you  have  received  this  communication  in  error,  please 
notify  The  Associated  Press  immediately  by  telephone  at  +1-212-621-1898 
and  delete  this  email.  Thank  you. 

[IPUSDISC] 

msk  dccc60c6d2c3a6438f0cf467d9a4938 
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